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STEEL  CEILINGS 


Radiate  Progress 


N every  line  of  endeavor,  there  is  at 
least  one  name  that  stands  out.  In 
the  production  of  steel  ceilings,  this  name  is 
Wheeling. 

Wheeling  not  only  stands  for  the  most  mod- 
ern and  practical  steel  ceilings,  but  also 
identifies  the  adjustment  of  the  fire-safe  ceil- 
ing to  today’s  merchandising  requirements. 
The  Wheeling  Steel  Ceiling  is  manufactured 
to  serve  the  double  purpose  of  extra  protec- 
tion to  stocks  from  fire  and  damage,  and  to 
make  the  interior  attractive  to  the  shopping 
and  buying  public. 

The  installation  of  a Wheeling  Steel  Ceiling 
is  a step  forward  for  the  merchant,  the  cost 
of  which  is  small  compared  with  the  benefits, 
the  genuine  advantages,  which  such  installa- 
tion immediately  provides. 

Adaptability  —Wheeling  Steel  Ceilings  are 
ideally  suitable  for  residences,  schools,  lodge 
rooms,  churches,  restaurants,  and  many  other 
interiors  to  which  they  contribute  all  of  their 
notable  advantages. 

Ornamental — The  realm  of  design  has 
been  combed  thoroughly  with  a full  under- 
standing of  what  is  applicable  in  giving  the 
interior  a proper  touch  of  pleasing  artistry. 
Attractive  patterns  that  combine  in  a har- 
monious whole,  in  a variety  to  improve  prac- 
tically every  type  and  size  of  room,  corridor 
and  entrance,  are  found  in  the  Wheeling  line. 

Fire-Safe — -Wheeling  Steel  Ceilings  are 
fireproof.  They  are  made  from  rolled  steel 
sheets.  Strong,  uninflammable,  they  are  a 
definite  protection  to  property.  They  make 


a formidable  barrier  to  fire.  They  have  pre- 
vented many  fire  losses,  as  evidenced  by 
letters  and  news  clippings  that  have  been 
received. 

Wheeling  Steel  Ceilings  protect.  Not  only 
do  they  insure  against  fire  loss,  but  against 
falling  plaster  as  well,  in  a most  definite 
manner. 

Sanitary — Because  Wheeling  Steel  Ceil- 
ing panels  fit  up  closely  to  eliminate  gaps  and 
open  seams,  dust  cannot  sift  through  from 
above.  Because  when  properly  painted  they 
may  be  washed  readily,  they  may  be  kept 
permanently  bright  and  clean.  They  afford 
no  home  for  vermin.  They  present  a picture 
of  wholesome  cleanliness,  because  they  are 
wholesomely  clean. 

Economical — An  old  ceiling  may  be  trans- 
formed into  a bright,  modern,  fire-safe  steel 
ceiling  in  the  least  amount  of  time.  The 
panels  are  accurately  resquared  and  are  so 
formed  with  die-cut  nail  holes  and  re-pressed 
beads  that  the  erector  finds  it  necessary  to 
make  no  adjustments  as  he  applies  them. 
Rapid,  efficient  work  results,  with  labor  re- 
duced to  the  minimum.  So  simple  to  erect 
are  Wheeling  Steel  Ceilings  that  it  is  cus- 
tomary to  apply  them  right  over  the  old  ceilings 
without  removing  plaster.  As  time  makes 
cleaning  necessary,  it  is  found  that  this  can 
be  done  with  ease  and  in  the  least  amount  ot 
time  by  sponging  and  wiping.  No  other  ceil- 
ing provides  so  many  advantages  and  at  the 
same  time  such  unquestioned  economy  as  the 
Wheeling  Steel  Ceiling. 


OF  PARTICULAR  INTEREST  TO 
THE  ERECTOR  OF 


STEEL  CEILINGS 


he  qualities  which  are  synonymous 
with  Wheeling  Steel  Ceilings  have 
been  guarded  by  painstaking  care  in  every 
step  of  manufacture.  Therefore  Wheeling  Steel 
Ceilings  enjoy  undiminished  demand  and  con- 
tinue to  be  a prominent  feature  of  commercial 
and  private  buildings. 

More  important  than  any  other  improve- 
ment in  the  steel  ceiling  industry  has  been 
the  perfection  of  re-pressed  bead  joints  and 
die-cut  nail  holes.  These  features  are  largely 
responsible  for  the  popularity  of  Wheeling 
Steel  Ceilings  as  they  permit  easier  and  more 
perfect  installations,  and  facilitate  positive, 
accurate  close  fitting  joints. 


The  lapping  beads  are  of  sufficient  size  and 
exactness  to  permit  perfect  alignment  and  to 
prevent  any  but  perfect  fit  of  the  plates  into 
position.  They  eliminate  difficulty  of  main- 
taining a true  line  with  furring  strips.  Re- 
pressing the  beads  of  each  plate  with  hard 
tool  steel  dies  insures  this  precision  which 
effects  much  saving  in  time  with  resultant 
economy.  Not  only  are  the  beads  re-pressed 
but  at  each  nailing  point  the  metal  is  blanked 
out  making  it  unnecessary  to  drive  nails 
through  metal.  Precision  here  is  also  an  ad- 
vantage much  appreciated  by  the  erector  be- 
cause the  nail  holes  of  one  plate  overlap 
another  and  register  perfectly,  permitting 
rapid  nailing  to  furring. 
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(Full  Size  Panel  No.  4395-— 6 x 6 inches) 


The  above  panel  illustrates  the  uniformity 
of  beads  and  nail  holes  obtained  by  the 
Wheeling  process  of  re-pressing  and  die- 
cutting. I )ies  used  are  as  true  to  size  and 
shape  as  is  possible  for  the  most  expert  ma- 
chinists with  the  finest  equipment  to  make 
them.  The  result  is  elimination  of  variation 
in  any  direction,  perfection  of  register  of  all 


nailing  points,  and  tight  fitting,  dust-proof 
joints. 

It  has  been  demonstrated  that  these  fea- 
tures of  re-pressed  bead  joints  and  die-cut 
nail  holes  bring  about  a decided  saving  in 
the  cost  of  erection. 

A set  of  these  panels  for  your  inspection 
will  be  forwarded  upon  request. 
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TERMS 


n sales  of  material — Thirty  clays 
net  cash,  or  two  per  cent  discount 
from  net  amount  of  invoice  for  payment 
made  within  ten  days  from  date  of  invoice. 
No  discount  allowed  after  ten  days. 

Bills  not  paid  at  maturity  are  subject  to 
sight  draft  with  exchange  and  cost  of  collec- 
tion without  further  notice. 

Orders  from  patrons  about  whom  we  have 
no  satisfactory  information,  and  who  do  not 
send  references,  will  be  shipped  to  our  order; 
and  draft,  with  bill  of  lading  attached,  will  be 
sent  to  the  customer’s  local  bank  for  collection. 


DIAGRAMS  AND 

orking  plans,  showing  the  ar- 
rangement of  material  shipped, 
are  furnished  in  all  cases  where  diagrams  and 
measurements  of  the  rooms  to  be  ceiled  are 
given  us,  and  detailed  drawings  showing  the 
method  of  applying  are  made.  If  a diagram 
of  the  room  to  be  ceiled  is  furnished,  with  the 
distances  from  point  to  point,  and  the  size 
and  shape  of  all  offsets,  openings,  and  irreg- 
ularities indicated,  we  will  be  able  to  make 
more  intelligent  estimates,  and  if  desired  sub- 
mit, free  of  charge,  a design  for  the  approval 
of  the  customer. 

In  all  cases  inform  us  the  height  of  the  room 
and  the  distance  from  the  window  and  door 


Delays  will  be  avoided  if  references  are 
furnished  when  inquiry  is  made. 

Claims  for  errors  should  be  made  upon 
receipt  of  goods.  All  shipments  should  be 
checked  upon  arrival  and  errors  reported 
immediately. 

If  goods  are  shipped  according  to  order, 
they  must  not  be  returned  without  our  con- 
sent. If  shipment  is  damaged  in  being  re- 
turned, credit  will  not  be  allowed  to  a greater 
amount  than  its  value  when  received  by  us. 

An  invoice  and  bill  of  lading  should  be  for- 
warded when  goods  are  returned. 


WORKING  PLANS 

casings  to  the  ceiling,  so  that  a cornice  of 
suitable  depth  may  be  selected. 

The  diagram  on  the  next  page  indicates 
the  measurements  and  information  we  should 
have  to  enable  us  to  make  intelligent  esti- 
mates and  to  avoid  shortages  and  errors  in 
shipments. 

More  satisfactory  results  will  be  obtained 
if  some  choice  of  design  is  indicated  when 
inquiry  is  made.  However,  if  customer  ex- 
presses no  preference,  we  will  prepare  an 
artistic  arrangement  suitable  for  the  shape 
of  the  room  and  the  purpose  for  which  it  is 
to  be  used. 

WHEELING  CORRUGATING  CO. 
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METHOD  OF  DETERMINING 
QUANTITIES  AND  PRICES 

The  unit  of  measure  of  steel  ceilings  is  100  square  feet — called  a “square” 


o determine  the  approximate 
amount  of  material  required  for  a 
room,  add  to  the  length  and  add  to  the  width 
twice  the  distance  the  cornice  is  to  finish  down 
the  walls,  and  then  include  the  lap  of  filler. 
For  instance:  If  the  room  measures  20  x 40 
feet  and  a cornice  finishing  12  inches  down  the 
walls  is  to  be  used,  it  is  necessary  to  add  24 
inches  to  each  dimension  for  the  cornice  and 

Size  of  room 

Add  for  12"  cornice 

Lap  of  filler 

This  illustrates  the  fact  that  room  measure- 
ments do  not  represent  true  metal  ceiling 
measurements. 

There  should  be  no  deduction  for  skylight 
or  other  opening  unless  the  amount  of  ma- 
terial so  displaced  amounts  to  more  than  one 
square. 


6 inches  should  be  added  to  each  for  lap  of 
filler.  The  cornice  extends  12  inches  on  all 
four  sides  of  the  room,  making  the  ceiling 
measurements  24  inches  longer  and  24  inches 
wider  than  the  actual  room  measurements; 
the  6 inches  allowed  for  lap  of  filler  is  to  take 
up  any  unevenness  that  may  be  in  the  walls 
or  construction  of  the  building. 

Example : 

20'0"  x 40'0" 

2'0"  2'0" 

0'6"  0'6" 

22'6"  x 42'6"  = 9.57  squares 

To  determine  the  total  approximate  price 
of  material,  multiply  the  number  of  squares 
by  the  price  per  square  of  the  design  selected. 
If  it  is  desired  to  use  cornice  mitres  instead  of 
cutting  mitres  on  the  job,  the  price  of  the 
total  number  of  mitres  to  be  used  should  be 
added. 

Example : 


Number  of  squares 
Price  of  design .... 

Total  price 

Add  for  4 mitres  at  60  cents 
Making  grand  total  list  price 

The  above  figures  are  based  on  a perfectly 
rectangular  room  measuring  20  x 40  feet, 
without  any  beams  in  the  ceiling,  any  offsets, 
or  any  other  irregularities  affecting  the  quan- 
tity or  price  of  material. 

A beam  12  inches  deep  running  the  length 
of  the  room  would  add  2 feet  more  to  the 
width  and  would  make  necessary  four  addi- 
tional cornice  mitres,  the  effect  being  that  of 
two  rooms,  10  x 40.  Additional  beams  would 
increase  the  quantity  of  material  and  number 
of  cornice  mitres. 


9.57 

$ 9.10  per  square 
~~  $87.09 
$ 2.40 
$89.49 

While  the  above  method  of  figuring  will 
give  reasonably  accurate  results,  it  is  always 
advisable,  when  possible,  to  send  us  a dia- 
gram or  plan  with  measurements,  so  a layout 
of  the  ceiling  may  be  prepared  together  with 
an  exact  bill  and  price  of  material. 

The  list  prices  in  this  catalog  are  for  plates, 
mouldings,  etc.,  given  one  coat  of  paint  on 
both  sides  before  shipping,  and  include  reg- 
ular wood  brackets  and  nails  for  applying. 

Furring  strips  and  nails  are  extra,  and  will 
not  be  shipped  unless  ordered. 


9.57  squares  x $9.10  = 
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INSTRUCTIONS  FOR  APPLYING 


Single  Furring 


Furring  for  Flat  Plates  and  Shallow 
Panels 

Strike  chalk  lines  the  length  of  the  room  at  distances 
indicated  on  the  working  drawing  so  they  will  coin- 
cide with  the  center  lines  of  the  nailing  beads  on  the 
plates.  On  these  lines,  nail  J4  x 134  inch  furring  strips. 
Between  these  strips  and  across  the  room,  nail  “head- 
ers” or  cross  strips  at  distances  from  center  to  center 
equal  to  the  distances  between  centers  of  the  nailing 
beads  of  the  plates  as  indicated  on  the  working  draw- 
ing. Nail  strips  in  angle  of  ceiling  and  wall  and  at  a 
distance  from  the  wall  equal  to  the  projection  of  the 
cornice  to  receive  the  cornice  brackets.  Bring  all 
strips  to  a uniform  level  by  driving  wedges  between 
the  strips  and  the  old  ceiling  or  joists,  otherwise  the 
ceiling  will  present  an  uneven  appearance  when 
completed. 

Embossed  plates  and  flush  back  panels  may  be  ap- 
plied to  wood  sheathing,  in  which  case  no  furring 
strips  will  be  required,  but  the  sheathing  should  be 
level. 

Furring  for  Deep  Panels 

Nail  furring  strips  the  length  of  the  room,  as  for  Hat 
plates,  carefully  leveling  them  with  wedges.  Then 
nail  other  strips  at  right  angles  on  top  of  these,  at 
distances  from  center  to  center  equal  to  the  distances 
between  centers  of  the  nailing  beads  of  the  panels, 
as  shown  on  the  working  drawing.  Nail  "headers” 
or  cross  strips  at  right  angles  to  the  last  strips  and  on 
top  of  the  first  strips  applied.  This  will  bring  all  strips 
to  the  same  level.  To  bring  the  cornice  to  the  level  of 
the  ceiling,  nail  one  strip  on  top  of  another  in  the  angle 
between  the  ceiling  and  the  wall,  and  at  distance  from 
the  wall  equal  to  the  projection  of  the  cornice. 

Applying  Ceiling 

Apply  the  different  members  of  the  ceiling  in  the  fol- 
lowing order:  Field,  Filler,  Mold  or  Border,  Cornice. 

Beginning  at  one  corner,  apply  the  ceiling  plates 


across  and  along  the  room,  keeping  the  lapping  edges 
running  from  the  light.  Each  piece  should  be  carefullv 
lapped  so  the  beads  will  be  straight  and  true.  The 
plates  should  be  nailed  at  six-inch  intervals  with  one- 
inch  wire  nails,  with  small  heads.  The  filler  plate  is 
lapped  under  the  members  on  either  side  of  it. 

When  stamped  cornice  mitres  are  used,  they  should 
be  fitted  into  the  corners  of  the  room  before  applying 
the  cornice. 

Close  or  “swedge”  with  a small,  dull  tool  any  joints 
which  may  not  have  lapped  tightly,  owing  to  the 
lapping  beads  having  been  bent  or  flattened  in  applying. 


Painting  Metal  Ceiling 

All  of  our  ceiling  material  is  provided  with  a priming 
coat  of  paint  on  both  sides.  After  the  material  is 
erected,  it  should  have  two  coats  of  good  paint  on  the 
face.  In  order  to  get  the  best  effect  and  properly  dis- 
tribute the  light  over  the  rooms,  a gloss  paint  should 
not  be  used.  Gloss  paint  becomes  soiled  and  shows 
wear  just  as  quickly  as  a paint  that  is  flat  or  without 
gloss. 

We  recommend  a very  simple  treatment,  because 
the  embossed  ornaments  on  our  metal  ceilings  are 
sufficiently  decorative  without  elaborate  painting.  The 
best  effect  is  produced  by  using  white  paint  or  a paint 
slightly  tinted  to  harmonize  with  the  general  color 
scheme  of  the  room.  On  the  cornice  can  be  used  a darker 
tint  to  blend  with  the  ceiling  and  other  decorations  in 
the  room. 

The  following  method  is  a good  one:  Dust  or  clean 
off  any  dirt  or  grease  spots  from  the  metal;  mix  the 
first  coat  of  strictly  pure  white  lead,  using  equal  parts 
of  raw  linseed  oil  and  turpentine;  tint  the  same  color 
you  desire  to  finish  with.  When  first  coat  is  dry,  go 
over  with  a mixture  of  strictly  pure  white  lead  thinned 
to  the  desired  consistency  with  pure  turpentine;  tint 
the  same  as  first  coat. 


Double  or  Cross  Furring 


8 


ARCHITECT’S 

SPECIFICATIONS 

STEEL  CEILINGS:  Where  indicated  on  the  plans,  install 
steel  ceilings  (and  side  walls)  having  re-pressed  beads  and 
die-cut  nail  holes,  manufactured  by  Wheeling  Corrugating 

Company,  using  ceiling  design  No with  cornice 

No (and  side  wall  design  No _ ).  Cover 

the  beams  on  the  side  with  and  on  the 

soffit  with 


WOOD  FURRING:  The  ceilings  (and  walls)  shall  be  furred 
with  " g w by  IJ4"  wood  furring  strips  so  placed  that  one  will 
come  back  of  each  seam  both  lengthwise  and  crosswise  of  the 
room.  The  furring  st ri ps  shall  be  brought  to  a common  level 
and  if  the  field  plate  requires  a center  support,  furring  shall  be 
put  in  place  for  that  purpose  and  brought  to  the  same  general 
level. 


NAILING:  The  metal  shall  be  nailed  to  the  furring  every  six 
(G)  inches,  or  closer  if  required,  with  one  (1)  inch  oval  or  flat 
head  nails.  All  seams  shall  be  straight,  level,  and  tight. 
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No.  7103  Ceiling  Design 

Cornice  4469  Page  139 

Filler  4574  Page  128 

Panel  4697  Page  105 


24  In.  Multiple  Field  Panel  4697 

Average  List  Price  §10.70  per  100  sq.  ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8435  Ceiling  Design 

Cornice  4469  Page  139 

Filler  4571  Page  129 

Panel  4690  Page  105 


27  In.  Multiple  Field  Panel  4690 

Average  List  Price  $10.70  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


15 


litres*  s 


E>>  10ft HSv>  ;gggj&fr  *H»kSiHS> 


a-  <HSjgiHSS>  r-H*^ 


No.  K203  Ceiling  Design 

Cornice  4409  Page  139 

Filler  4574  Page  128 

Panel  4690  Page  105 

Rosettes  4481  Page  105 


27  In.  Multiple  Field  Panel  4690 

Average  List  Price  $12.30  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8436  Ceiling  Design 

Cornice  4250  Page  138 

Filler  4571  Page  129 

Panel  4514  Page  105 


27  In.  Multiple  Field  Panel  4514 

Average  List  Price  S10.70  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  7105  Ceiling  Design 

Cornice  4250  Page  188 

Killer  4574  Page  128 

Panel  4514  Page  105 

Rosettes  4481  Page  105 


27  In.  Multiple  Field  Panel  4514 

Average  List  Price  $12.20  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8307  Ceiling  Design 

Cornice  4292  Page  141 

Filler  4263  Page  128 

Border  4306  Page  125 

Panel  4S72  Page  106 


24  In.  Multiple  Field  Panel  4872 

Average  List  Price  $9.60  per  100  sq.ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8437  Ceiling  Design 


ornice 

429!) 

Page 

141 

illcr 

4574 

Page 

12S 

’anel 

4X72 

Page 

10G 

24  In.  Multiple  Field  Panel  4872 

Average  I.ist  Price  S9.70  per  100  sq. ft.. including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8438  Ceiling  Design 


Cornice 

4221 

Page  139 

Filler 

4571 

Page  129 

Panel 

4271 

Page  107 

24  In.  Multiple  Field  Panel  4271 

Average  List  Price  $9.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  84.V)  Ceiling  Design 


ornice  4221 

Page 

139 

iller  4574 

Page 

128 

'and  4271 

Page 

107 

'and  4272 

Page 

107 

24  In.  Multiple  Field  Panel  4271 

Average  List  Price  S9.60  per  100  sq.  ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Kxtra 


99 


No.  8134  Ceiling  Design 

Cornice  4221  Page  139 

Filler  4263  Page  128 

Border  4509  Page  125 

Panel  4271  Page  107 


24  In.  Multiple  Field  Panel  4271 

Average  List  Price  $9.60  per  100  sq. ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


23 


No.  8140  Ceiling  Design  24  In.  Multiple  Field  Panel  4271 


Cornice 

4221 

Page  139 

Average  List  Price  $9.50  per  100  sq. ft., including  4 Cornice  Mitre: 

Filler 

4263 

Page  128 

Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Border 

4306 

Page  125 

I’a  nel 

4271 

Page  107 

24 


No.  8141  Ceiling  Design 

Cornice  4062  Page  139 

Filler  4574  Page  128 

Panel  4439  Page  107 

Panel  4271  Page  107 


24  In.  Multiple  Field  Panel  4271 

Average  List  Price  $10.15  per  100  sq.  ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


20 


No.  S070  Ceiling  Design 


( ornice 

4292 

Page  141 

Filler 

4574 

Page  128 

Panel 

4225 

Page  1 1 1 

Mold 

4854 

Page  150 

Panel 

4271 

Page  107 

Panel 

4272 

Page  107 

Average  List  Price  S10.80  per  100  sq.ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Fxtra 
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No.  8440  Ceiling  Design 

Cornice  4821  Page  140 

Filler  4571  Page  129 

Panel  4890  Page  109 


24  In.  Multiple  Field  Panel  4890 

Average  List  Price  $9.2©  per  100  sq.  ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


27 


No.  8400  Ceiling  Design 


ornice 

4640 

Page 

l.{‘> 

iller 

4550 

Page- 

126 

’anel 

4212 

Page 

HIS 

24  In.  Multiple  Field  Panel  4212 

Average  List  Price  SN.65  per  100  sq.  ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


28 


No.  8221  Ceiling  Design 

Cornice  4292  Page  141 

Filler  4574  Page  128 

Panel  4351  Page  108 


24  In.  Multiple  Field  Panel  4351 

Average  List  Price  SO. 00  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


29 
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No.  8 222  Ceiling  Design 


ornice 

4221 

Page 

139 

illcr 

4574 

Page 

12S 

'anel 

4350 

Page 

10S 

24  In.  Multiple  Field  Panel  4350 

Average  List  Price  SO. 00  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


30 


No.  8441  Ceiling  Design 

Cornice  4292  Page  141 

Filler  4571  Page  129 

Panel  4643  Page  109 


24  In.  Multiple  Field  Panel  4643 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


31 
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No.  8442  (Veiling  Design 


'ornice  4'2'21 

Page 

139 

iller  4.574 

Page 

128 

'and  4228 

Page 

Ills 

24  In.  Multiple  Field  Panel  4228 

Average  List  Price  $8.65  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


32 


No.  8143  Ceiling  Design 

Cornice  4221  Page  139 

Filler  4263  Page  128 

Border  4306  Page  125 

Panel  4228  Page  108 


24  In.  Multiple  Field  Panel  4228 

Average  List  Price  $8.75  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


33 


No.  3443  Ceiling  Design 


Jornice 

4221 

Page 

139 

•iller 

4263 

Page 

12S 

iorder 

4306 

Page 

125 

’anel 

4 1 50 

Page 

110 

24  in.  Multiple  Field  Panel  4150 

Average  List  Price  $8.75  per  100  sq.ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


34 


No.  8444  Ceiling  Design 

Cornice  4197  Page  141 

Filler  4571  Page  129 

Panel  4150  Page  110 


24  In.  Multiple  Field  Panel  4150 

Average  List  Price  $8.60  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


35 


No.  8446  Ceiling  Design 


( "ornice 

is  i r» 

Page 

140 

Filler 

4 S0(i 

Page 

130 

Border 

4509 

Page 

1 25 

Panel 

404 1 

Page 

1 10 

12  In.  Multiple  Field  Panel  4641 

Average  List  Price  $8.70  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8445  Ceiling  Design  12  In.  Multiple  Field  Panel  4641 

Cornice  4821  Page  140  Average  List  Price  S8.60  per  100  sq.ft. .including  4 Cornice  Mitres 
Filler  4574  Page  12S  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Panel  4641  Page  110 


37 


No.  8047  Ceiling  Design 


12  In.  Multiple  Field  Panel  4223 


Cornice 

4221 

Page  139 

Filler 

4574 

Page  12S 

Panel 

4223 

Page  1 1 1 

Average  List  Price  $9.10  per  100  sq. ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


88 


No.  8401  Ceiling  Design 

Cornice  4821  Page  140 

Filler  4550  Page  126 

Panel  4173  [’age  1 11 


12  In.  Multiple  Field  Panel  4173 

Average  List  Price  S8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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8447  (Veiling  Design 

Cornice  4221 

Page  139 

Filler  4">71 

Page  129 

Mold  4230 

Page  150 

Border  4225 

Page  111 

Panel  4273 

Page  1 1 1 

12  In.  Multiple  Field  Panel  4273 

Average  List  Price  $9.40  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8306  Ceiling  Design 

Cornice  4197  Page  141 

Filler  4263  Page  128 

Border  4509  Page  125 

Panel  4273  Page  111 


12  In.  Multiple  Field  Panel  4273 

Average  List  Price  $9.10  per  100  sq.  ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


41 
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No.  8268  Ceiling  Design 

Cornice  4107  I’agc  141 

Filler  4')74  Page  128 

I 'anel  4273  Page  1 1 1 


12  In.  Multiple  Field  Panel  427.1 

Average  List  Price  $9.00  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres.  Nails  and  Furring  Strips  Extra 


42 


No.  8448  Ceiling  Design  6 In.  Multiple  Field  Panel  4225 

Cornice  4821  Page  140  Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Filler  4550  Page  126  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Panel  4225  Page  111 


43 


No.  8467  Ceiling  Design 


‘ornice 

4819 

Page 

140 

iller 

457 1 

Page 

129 

'an  el 

4125 

Page 

1 10 

24  In.  Multiple  Field  Panel  4125,  Flush  Back 
Average  List  Price  $8.80  per  100  sq.  ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


44 


No.  8449  Ceiling  Design 

Cornice  4062  Page  139 

Filler  4571  Page  129 

Panel  4701  Page  110 


24  In.  Multiple  Field  Panel  4701,  Flush  Back 
Average  List  Price  S8.65  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


45 


No.  8455  Ceiling  Design 


Cornice 

4S21 

Page 

140 

Filler 

4263 

Page 

128 

Border 

4306 

Page 

125 

Panel 

4700 

Page 

1 10 

24  In.  Multiple  Field  Panel  4700,  Flush  Back 
Average  List  Price  $0.00  per  100  sq.  ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


46 


No.  8456  Ceiling  Design 

Cornice  4062  Page  139 

Filler  4550  Page  126 

Panel  4700  Page  110 


24  In.  Multiple  Field  Panel  4700,  Flush  Back 
Average  List  Price  S9.00  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


47 


No.  8466  Ceiling  Design 


ornice 

4062 

Page 

130 

iller 

4806 

Page 

130 

’anel 

4121 

Page 

1 10 

24  In.  Multiple  Field  Panel  4121,  Flush  Back 
Average  List  Price  $9.00  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Kxtra 


48 
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No.  8450  Ceiling  Design 


Cornice 

4221 

Page  139 

Filler 

4806 

Page  130 

Panel 

4799 

Page  109 

24  In.  Multiple  Field  Panel  4790,  Flush  Back 
Average  List  Price  $8.65  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


49 
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No.  845 1 Ceiling  Design 


"ornice 

4040 

Page 

1 :J9 

iller 

4571 

Page 

129 

'anel 

4790 

vz 

r. 

109 

24  In.  Multiple  Field  Panel  4790,  Flush  Back 
Average  List  Price  $8.65  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Kxtra 


50 


No.  8452  Ceiling  Design  12  In.  Multiple  Field  Panel  4396,  Flush  Back 

Cornice  4820  Page  142  Average  List  Price  $8.75  per  100  sq. ft., including  4 Cornice  Mitres 
filler  4805  Page  130  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Border  4509  Page  125 
Panel  4396  Page  111 


51 


No.  8303  Ceiling  Design 


ornice 

4815 

Page 

1 10 

iller 

4574 

Page 

128 

'a  nel 

4396 

Page 

1 1 1 

12  In.  Multiple  Field  Panel  4.196,  Flush  Back 
Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8453  Ceiling  Design  6 In.  Multiple  Field  Panel  4395,  Flush  Back 

Cornice  4817  Page  140  Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Filler  4550  Page  126  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Panel  4395  Page  111 


53 


No.  X402  Ceiling  Design 


4818 

Page 

140 

4550 

Page- 

126 

4213 

Page 

1 12 

24  In.  Multiple  Field  Plate  4213 

Average  List  Price  S8.60  per  100  sq.ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


54 


i 


No.  8403  Ceiling  Design 

Cornice  4819  Page  140 

Filler  4571  Page  129 

Plate  4214  Page  112 


24  In.  Multiple  Field  Plate  4214 

Average  List  Price  S8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8432  Oiling  Design 


ornice 

4556 

Page  138 

Mller 

4550 

Page  126 

Mate 

4003 

Page  112 

24  In.  Multiple  Field  Plate  4003 

Average  List  Price  $8.60  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8254  Ceiling  Design  24  In.  Multiple  Field  Plate  4211 


Cornice 

4221 

Page  139 

Average  List  Price  S8.75  per  100  sq.ft., including  4 Cornice  Mitres 

Filler 

4263 

Page  128 

Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Border 

4425 

Page  113 

Plate 

4211 

Page  113 

No.  8404  Ceiling  Design 


Cornice  4221 

Page 

135) 

Filler  4263 

Page 

12S 

Bonier  4426 

Page- 

1 13 

Plate  4211 

Page 

1 13 

24  In.  Multiple  Field  Plate  4211 

Average  List  Price  $8.75  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


r>8 


No.  8255  Ceiling  Design  24  In.  Multiple  Field  Plate  4211 


Cornice  4556 

Page  138 

Average  List  Price  S8.75  per  100  sq.ft., including  4 Cornice  Mitres 

Filler  4263 

Page  128 

Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Border  4200 

Page  114 

Plate  4211 

Page  113 

59 
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No.  7052  Ceiling  Design  24  III.  Multiple  Field  Plate  4765 


Cornice 

4299 

Page  111 

Average  Fist  Price  $8.70  per  100  sq.  ft.,  including  4 Cornice  Mitres 

Filler 

4574 

Page  128 

Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Hordcr 

4766 

Page  114 

Plate 

4765 

Page  1 14 

No.  8454  Ceiling  Design 


Cornice 

4222 

Page  141 

Filler 

4806 

Page  130 

Border 

4306 

Page  125 

Plate 

4267 

Page  112 

24  In.  Multiple  Field  Plate  4267 

Average  List  Price  $8.65  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


61 


X272  Ceiling  Design 

24  In.  Multiple  Field  Plate  4267 

Cornice  4354 

Page  142 

Average  List  Price  $8.65  per  100  sq. ft., including  4 Cornice  Mitres 

Filler  42G3 

Page  128 

Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Border  4447 

Page  1 18 

Plate  42(>7 

Page  112 

(52 


No.  8232  Ceiling  Design 

Cornice  4197  Page  141 

Filler  4574  Page  128 

Plate  4267  Page  112 


24  In.  Multiple  Field  Plate  4267 

Average  List  Price  S8.60  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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8109  C 

eiling 

Design 

Cornice 

4299 

Page  141 

Filler 

4.574 

Page  128 

Border 

4706 

Page  114 

Plate 

4769 

Page  112 

24  In.  Multiple  Field  Plate  4769 

Average  List  Price  $8.70  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


04 


No.  8405  Ceiling  Design 


Cornice 

4S21 

Page  140 

Filler 

4550 

Page  126 

Plate 

4769 

Page  112 

24  In.  Multiple  Field  Plate  4769 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8457  Ceiling  Design 


ornice 

4197 

Page 

141 

iller 

4574 

Page 

128 

late 

4840 

Page 

112 

24  In.  Multiple  Field  Plate  4840 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


t>6 


No.  8200  Ceiling  Design 

Cornice  4819  Page  140 

Filler  4805  Page  130 

Mold  4854  Page  150 

Plate  4813  Page  115 


24  In.  Multiple  Field  Plate  4813 

Average  List  Price  S8.90  per  100  sq. ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


67 


No.  8406  Ceiling  Design 

Cornice  4818  Page  140 

Filler  4571  Page  129 

Plate  4818  Page  115 


24  In.  Multiple  Field  Plate  4813 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


68 


No.  8458  Ceiling  Design 

Cornice  4354  Page  142 

Filler  4263  Page  128 

Border  4447  Page  118 

Plate  4442  Page  118 


12  In.  Multiple  Field  Plate  4442 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


69 


No.  8247  Ceiling  Design 

12  In. 

Multiple  Field  Plate  4602 

Cornice 

4292 

Page  141 

Average  List  Price  $8.90 

per  100  sq.ft., including  4 Cornice  Mitres 

Filler 

4263 

Page  128 

( )uter 

Additional  Cornice 

Mitres,  Nails  and  Furring  Strips  Extra 

Border 

4607, 

4614 

Page  1 17 

Inner 

Border 

4604 

Page  115 

Corner 

4605, 

4606 

Page  116 

Plate 

4602 

Page  115 

70 


No.  8249  Ceiling  Design 


12  In.  Multiple  Field  Plate  4602 


Cornice  4299  Page  141 
Filler  4263  Page  12S 
Outer 

Border  4607, 

4614  Page  117 

Inner 

Border  4604  Page  115 
Plate  4602  Page  115 


Average  List  Price  $8.90  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8459  Ceiling  Design 

12  In.  Multiple  Field  Plate  4602 

Cornice  4818 

Page  140 

Average  List  Price  $8.90  per  100  sq. ft., including  4 Cornice  Mitres 

Filler  4263 

Page  128 

Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Outer 

Border  4607. 

4614 

Page  117 

Inner 

Border  4604 

Page  115 

Plate  4602 

Page  115 

No.  8460  Ceiling  Design 

Cornice  4821  Page  140 

Filler  4263  Page  128 

Border  4604  Page  115 

Plate  4602  Page  115 


12  In.  Multiple  Field  Plate  4602 

Average  List  Price  S8.70  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


I 
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o.  8408  ( 

ieiling 

Design 

( ornice 

4818 

Page  141 

Filler 

4550 

Page  121 

Plate 

4174 

Page  111 

12  In.  Multiple  Field  Plate  4174 

Average  List  Price  S8.60  per  100  sq.  ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


74 


lui 

||§||j| 

m 

in 

gi 

m 

igi§i§ 

n§ 

m 

ii§ 

MV 

ii 

s 

m 

ipifi 

isyf 

p 

•rSe3«». ; 

j;|g 

mil 

HU 

§n 

m 

IP 

mm 

i§§ 

Hg 

im 

§§ig 

g§ 

||| 

|||i 

in 

mss 

fe 

to 

No.  8461  Ceiling  Design 

Cornice  4816  Page  141 

Filler  4263  Page  128 

Border  4509  Page  125 

Plate  4206  Page  119 


12  In.  Multiple  Field  Plate  4206 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8409  Ceiling  Design 


'ornice 

4K21 

I ’age 

140 

iller 

4550 

Page 

126 

'late 

4206 

Page 

11!) 

12  In.  Multiple  Field  Plate  4206 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


7G 


No.  8410  Ceiling  Design 

Cornice  4221  Page  139 

Filler  4550  Page  126 

Plate  4175  Page  119 


12  In.  Multiple  Field  Plate  4175 

Average  List  Price  S8.65  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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8412  Ceiling  Design 

12  In.  Multiple  Field  Plate  4268 

Cornice 

4197 

Page  141 

Average  List  Price  $8.60  per  100  sq.  ft., including  4 Cornice  Mitres 

Filler 

4571 

Page  129 

Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Plate 

4268 

Page  119 

No.  8462  Ceiling  Design 

Cornice  4818  Page  140 

Filler  4574  Page  128 

Plate  4581  Page  119 


12  In.  Multiple  Field  Plate  4581 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8430  Ceiling  Design 


Cornice 

481<) 

Page 

141 

Filler 

4806 

Page 

1 30 

Border 

4509 

Page 

125 

F’late 

4119 

Page 

120 

6 In.  Multiple  Field  Plate  4119 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


80 


b'i 

r 

41,^  1 

No.  8463  Ceiling  Design 


Cornice 

4821 

Page  140 

Filler 

4806 

Page  130 

Border 

4509 

Page  125 

Plate 

4254 

Page  120 

6 In.  Multiple  Field  Plate  4254 

Average  List  Price  S8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8419  Ceiling  Design  6 In.  Multiple  Field  Plate  4116 

Cornice  4820  Page  142  Average  List  Price  $8.75  per  100  sq. ft., including  4 Cornice  Mitres 
Filler  4263  Page  128  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Border  4500  Page  125 

Plate  4110  Page  121 
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No.  8421  Ceiling  Design 

Cornice  4817  Page  140 

Filler  4806  Page  130 

Border  4509  Page  125 

Plate  4115  Page  121 


6 In.  Multiple  Field  Plate  4115 

Average  List  Price  S8.70  per  100  sq. ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8468  Ceiling  Design 

Cornice  4062  Page  139 
Plate  4122  Page  123 


Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8407  Oiling  Design 

Cornice  4S19  Page  140 
Plate  4156  Page  123 


Average  List  Price  $8.50  per  100  sq.  ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8423  Ceiling  Design  8 In-  Multiple  Field  Plate  4008 

Cornice  4S19  Page  140  Average  List  Price  $8.60  per  100  sq.ft., including  4 Cornice  Mitres 
Filler  4571  Page  129  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Plate  4008  Page  122 


No.  7102  Ceiling  Design 

Cornice  4818  Page  140 

Filler  4553  Page  127 

Plate  4005  Page  122 


6 In.  Multiple  Field  Plate  4005 

Average  List  Price  S8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


y, 


No.  8414  Ceiling  Design 

Cornice  4820  Page  142 

Filler  4571  Page  129 

Plate  4117  Page  120 


6 In.  Multiple  Field  Plate  4117 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8415  Ceiling  Design 


Cornice  4821 

Page  140 

Filler 

4571 

Page  129 

Plate 

4118 

Page  120 

6 In.  Multiple  Field  Plate  4118 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8418  Ceiling  Design 

Cornice  4197  Page  141 

Filler  4550  Page  126 

Plate  4119  Page  120 


6 In.  Multiple  Field  Plate  4119 

Average  List  Price  $8.60  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8429  Ceiling  Design 

Cornice  4820  Page  142 

Filler  4574  Page  128 

Plate  4142  Page  121 


6 In.  Multiple  Field  Plate  4142 

Average  List  Price  $8.60  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8422  Ceiling  Design 

Cornice  4816  Page  141 

Filler  4550  Page  126 

Plate  4115  Page  121 


6 In.  Multiple  Field  Plate  4115 

Average  List  Price  $8.60  per  100  sq.ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8420  Ceiling  Design 


urn  ice 

4810 

Page 

140 

iller 

4550 

Page 

126 

late 

4116 

Page 

121 

6 In.  Multiple  Field  Plate  4116 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8416  Ceiling  Design 


Cornice 

4817 

Page  140 

Filler 

4550 

Page  126 

Plate 

4184 

Page  120 

6 In.  Multiple  Field  Plate  4184 

Average  List  Price  $8.60  per  100  sq. ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8428  Ceiling  Design 

Cornice  4S1S  Page  140 

Filler  4571  Page  129 

Plate  4161  Page  121 


6 In.  Multiple  Field  Plate  4161 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


89 


No.  8464  Ceiling  Design  6 In.  Multiple  Field  Plate  4162 

Cornice  4821  Page  140  Average  List  Price  $8.60  per  100  sq.ft. .including  4 Cornice  Mitres 
Filler  4574  Page  128  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 

Plate  4162  Page  121 


No.  7108  Ceiling  Design 

Cornice  4197  Page  141 

Filler  4574  Page  128 

Plate  4177  Page  122 


6 In.  Multiple  Field  Plate  4177 

Average  List  Price  $8.60  per  100  sq.  ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8433  Ceiling  Design 

Cornice  4062  Page  139 

Filler  4553  Page  127 

Plate  4120  Page  120 


6 In.  Multiple  Field  Plate  4120 

Average  List  Price  $8.60  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


Mmu 


No.  8371  Ceiling  Design 

Cornice  4197  Page  141 
Plate  4162  Page  121 


6 In.  Multiple  Field  Plate  4162 

Average  List  Price  S8.55  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8374  Ceiling  Design 

Cornice  4197  Page  141 
Plate  4184  Page  120 


6 In.  Multiple  Field  Plate  4184 

Average  List  Price  $8.55  per  100  sq. ft. .including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8465  Ceiling  Design 

Cornice  4S20  Page  142 
Plate  4254  Page  120 


6 In.  Multiple  Field  Plate  4254 

Average  List  Price  $8.55  per  100  sq.  ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8431  Ceiling  Design 

Cornice  4S68  Page  142 
Plate  4119  Page  120 


6 In.  Multiple  Field  Plate  4119 

Average  List  Price  $8.55  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8424  Ceiling  Design 

Cornice  4816  Page  141 
Plate  4159  Page  122 


Especially  Suitable  for  Homes  4 In.  Multiple  Field  Plate  4159 
Average  List  Price  S8.50  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8426  Ceiling  Design 

Cornice  4836  Page  143 
Plate  4809  Page  123 


Especially  Suitable  for  Homes  3 In.  Multiple  Field  Plate  4809 
Average  List  Price  $8.55  per  100  sq.ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8427  Ceiling  Design 

Cornice  4868  Page  142 
Plate  4565  Page  123 


Especially  Suitable  for  Homes  3 In.  Multiple  Field  Plate  4565 
Average  List  Price  $8.55  per  100  sq. ft.,  including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  8425  Ceiling  Design 

Cornice  4190  Page  143 
Plate  4560  Page  123 


Especially  Suitable  for  Homes  3 In.  Multiple  Field  Plate  4560 
Average  List  Price  $8.55  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8434  Ceiling  Design 

Cornice  4197  Page  141 
Plate  4392  Page  124 


Field  Plate  4392  Does  Not  Have  Re-Pressed  Beads 
Average  List  Price  $8.30  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


95 


No.  8352  Ceiling  Design 

Cornice  4819  Page  140 
Plate  4670  Page  124 


Field  Plate  4676  Does  Not  Have  Re-Pressed  Beads 
Average  List  Price  S8.00  per  100  sq. ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8351  Ceiling  Design 

Cornice  4830  Page  143 
Plate  4009  Page  124 


Field  Plate  4669  Does  Not  Have  Re-Pressed  Beads 
Average  List  Price  S8.00  per  100  sq.  ft., including  4 Cornice  Mitres 
Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


J 


E 


No.  8353  Ceiling  Design  Field  Plate  4682  Does  Not  Have  Re-Pressed  Beads 

Cornice  4818  Page  140  Average  List  Price  $8.00  per  100  sq. ft., including  4 Cornice  Mitres 
Plate  4682  Page  124  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 


No.  8261  Ceiling  Design  Field  Plate  4670  Does  Not  Have  Re-Pressed  Beads 

Cornice  4293  Page  143  Average  List  Price  S8.00  per  100  sq. ft., including 4 Cornice  Mitres 
Plate  4670  Page  124  Additional  Cornice  Mitres,  Nails  and  Furring  Strips  Extra 
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No.  4690  Panel  27  x 27  in. 

2]/2  In.  Deep 

$11.00  per  100  sq.  ft. 

Does  not  have  Re-pressed  Beads 
Requires  Furring  2y2  In.  Deep 


No.  4514  Panel  27  x 27  In. 

2 In.  Deep 

$11.00  per  100  sq.  ft. 

Does  not  have  Re-pressed  Beads 
Requires  Furring  2 In.  Deep 


No.  4686  Stile  $ x 27  in. 

12  Cents  Each 


No.  4697  Panel  24  x 24  in. 
2}  2 In.  Deep 

$11.00  per  100  sq.  ft. 
Requires  Furring  2y2  In.  Deep 

I 


No.  4689  Corner 

$ x $ III. 

5 Cents  Each 


No.  4481  Rosette 

8 In.  Diameter 
12  Cents  Each 
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No.  4872  Panel 

1 Vs  In.  Deep 

No.  4870  12  x 12  in. 

No.  4871  12  x 48  in. 

No.  4871  12  x 24  in. 

No.  4872  24  x 48  in. 

No.  4872  24  x 24  in. 

No.  4874  18  x 48  in. 

No.  4874  18  x 24  in. 

No.  4875  18  x 18  in. 

No.  4876  12  x 18  in. 


24  In.  Multiple 


$11.50  per  100  sq.  ft. 

10.00  per  100  sq.  ft. 

10.50  per  100  sq.  ft. 

9.50  per  100  sq.  ft. 

10.00  per  100  sq.  ft. 

9.50  per  100  sq.  ft. 

10.00  per  100  sq.  ft. 

10.50  per  100  sq.  ft. 

11.00  per  100  sq.  ft. 


No.  4877  Panel  24  x 24  In. 

1 In.  Deep 

40  Cents  Each 


No.  4019  Center 


Panels  No.  4877  Center  No.  4324  48  x 48  In. 

S2.20  Each 
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No.  4272  Panel 

1 3 g In.  Deep 


24  x 48  In. 


No.  4271  Panel 

l3^  In.  Deep 


No.  4271 

24 

x 48  in 

No.  4271 

24 

x 24  in 

No.  4456 

18 

x 48  in. 

No.  4456 

18 

x 24  in 

No.  4457 

18 

x 18  in 

No.  4458 

12 

x 18  in 

No.  4497 

12 

x 48  in 

No.  4497 

12 

x 24  in 

No.  4498 

12 

x 12  in 

24  In.  Multiple 


$ 9.50  per  100  sq.  ft. 
10.00  per  100  sq.  ft. 
9.50  per  100  sq.  ft. 

10.00  per  100  sq.  ft. 
10.50  per  100  sq.  ft. 

11.00  per  100  sq.  ft. 

10.00  per  100  sq.  ft. 

10.50  per  100  sq.  ft. 

11.50  per  100  sq.  ft. 


S9.50  per  100  sq.  ft. 


No.  4439  Panel  24  x 24  In.  No.  4027  Center  Panels  No.  4459  Center  No.  4524  48  x 48  in. 

1 3 8 In.  Deep  $2.20  Each 

40  Cents  Each 
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No.  4212  Panel  24  In.  Multiple 

^4  In.  Deep 

24  x 48  In.  $8.00  per  100  sq.  ft. 

24  x 24  In.  8.50  per  100  sq.  ft. 


No.  4350  Panel  24  In.  Multiple 
1 In.  Deep 

24  x 48  In.  S8.50  per  100  sq.  ft. 

24  x 24  In.  9.00  per  100  sq.  ft. 


No.  4334  Panel  24  x 24  in. 

1 In.  Deep 

40  Cents  Each 


No.  4228  Panel  24  In.  Multiple 

In.  Deep 


No.  4220  12  .\ 

: 12 

in.  $10.00 

No. 

4431 

18  x 

48  in. 

$8.00 

No.  4227  12  n 

: 48 

in.  8.50 

No. 

4431 

18  \ 

24  in. 

8.50 

No.  4227  12  > 

; 24 

in.  9.00 

No. 

4432 

18  x 

18  in. 

9.00 

No.  4228  24  > 

; 48 

in.  8.00 

No. 

4433 

12  x 

18  in. 

9.50 

No.  4228  24  x 

; 24 

in.  8.50 

No.  4351  Panel  24  In.  Multiple 

1 In.  Deep 


No.  4351  24  x 48  in.  $ 8.50 
No.  4351  24  x 24  in.  9.0© 
No.  4380  12  x 12  in.  10.50 
No.  4382  12  x 48  in.  9.00 
No.  4382  12  x 24  in.  9.50 


No.  4383  IS  x IS  in.  $ 9.50 
No.  4384  18  x 48  in.  8.50 
No.  4384  IS  x 24  in.  9.00 
No.  4385  12  x 18  in.  10.00 


No.  4434  Panel  24  x 24  In. 

% In.  Deep 

40  Cents  Each 
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No 

4643  Panel 

24  In.  Multiple 

No.  4890  Panel  24  III.  Multiple 

% 1 

n.  Deep 

138 In.  Deep 

No. 

4641  12 

x 12  in. 

$9.50 

No.  4644  18 

< 48  in. 

$8.00 

24  x 48  In. 

$9.00  per  100  sq.  ft . 

No. 

4642  12 

x 48  in. 

8.50 

No.  4644  18  > 

24  in. 

8.50 

24  x 24  In. 

9.50  per  100  sq.  ft. 

No. 

4642  12 

x 24  in. 

9.00 

No.  4645  18  > 

c 18  in. 

9.00 

No. 

4643  24 

x 48  in. 

8.00 

No.  4646  12  > 

18  in. 

10.00 

No. 

4643  24 

x 24  in. 

8.50 

No.  4647  Panel  24  x 24  in. 


No.  4793  Flush  Back  Panel 


24  In.  Deep 

40  Cents  Each 


% In.  Drop  24  x 24  In. 

40  Cents  Each 


No.  4799  Flush  Back  Panel 


% In.  Drop 

No.  4791  12  x 48  in.  $ 8.50 
No.  4791  12  x 24  in.  9.00 
No.  4792  12  x 12  in.  10.00 
No.  4796  12  x 18  in.  9.50 
No.  4797  18  x 18  in.  9.00 


24  In.  Multiple 
No.  4798  18  x 48  in.  $8.00 
No.  4798  18  x 24  in.  8.50 
No.  4799  24  x 48  in.  8.00 
No.  4799  24  x 9(3  in.  8.00 
No.  4799  24  x 24  in.  8.50 


No.  4790  Flush  Back  Panel 


% In.  Drop 
24  x 48  In 
24  x 96  In. 
24  x 24  In. 


24  In.  Multiple 
$8.00  per  100  sq.  ft. 
8.00  per  100  sq.  ft. 
8.50  per  100  sq.  ft. 
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No.  4121  Flush  Back  Panel 

24  In.  Multiple 

24  x 48  in.  S8.50  per  100  sq.  ft. 

24  x 24  in.  9.00  per  100  sq.  ft. 


No.  4125  Flush  Back  Panel 

24  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4150  Panel  24  in.  Multiple  No.  4701  Flush  Back  Panel 

Va  In.  Deep  % In.  Drop  24  I n.  Multiple 


No.  4150  24 

48  in. 

$8.00 

No.  4152  IS 

< 18  in.  $ 9.00 

No.  4701  24 

< 48  in.  $8.00 

No. 

4703  18 

x 18  in.  $ 9 

00 

No.  4150  24 

c 24  in. 

8.50 

No.  4153  12 

c 48  in. 

8.50 

No.  4701  24 

c 96  in. 

8.00 

No. 

4704  12 

x 48  in.  8 

50 

*io.  4151  18 

48  in. 

8.00 

No.  4153  12  3 

c 24  in. 

9.00 

No.  4701  24 

c 24  in. 

8.50 

No. 

4704  12 

x 24  in.  9 

00 

No.  4151  18 

24  in. 

8.50 

No.  4154  12 

18  in. 

9.50 

No.  4702  18 

c 48  in. 

8.00 

No. 

4705  12 

x 18  in.  9 

50 

No.  4155  12 

i 12  in. 

10.00 

No.  4702  18 

; 24  in. 

8.50 

No. 

4706  12 

x 12  in.  10 

00 

No.  4700  Flush  Back  Panel 
24  In.  Multiple 
24  x 48  in.  $8.50  per  100  sq.  ft. 

24  x 24  in.  9.00  per  100  sq.  ft. 


No.  4641  Panel  24  In.  Multiple 


24  x 48  in.  $8.00  per  100  sq.  ft. 
24  x 24  in.  8.50  per  100  sq.  ft. 
12  x 12  in.  9.50  per  100  sq.  ft. 


no 


No.  4223  Panel  12  in.  Multiple 

^4  In.  Deep 

24  x 48  in.  $8.50  per  100  sq.  ft. 

24  x 24  in.  9.00  per  100  sq.  ft. 


No.  4273  Panel  12  In.  Multiple 

/4  In.  Deep 

24  x 48  in.  $8.50  per  100  sq.  ft. 

24  x 24  in.  9.00  per  100  sq.  ft. 


No.  4173  Panel  12  In.  Multiple 

Yi  In.  Deep 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4396  Flush  Back  Panel 

12  In.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4225  Panel  6 In.  Multiple 

^4  In.  Deep 

24  x 48  in.  $8.00  per  100  sq.  ft. 
24  x 24  in.  8.50  per  100  sq.  ft. 
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No.  4395  Flush  Back  Panel 

6 In.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 
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No.  4214  Plate  24  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4213  Plate  24  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4840  Plate  24  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4267  Plate  24  In.  Multiple 
24  x 4S  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4769  Plate  24  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4003  Plate  24  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 
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No.  4211  Plate  24  In.  Multiple 


24  x 4S  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4426  Border  24  in.  Multiple 

To  be  used  with  Plate  No.  4211 

24  x 48  in.  $8.50  per  100  sq.  ft. 

24  x 24  in.  9.00  per  100  sq.  ft. 


No.  4425  Border 


To  be  used  with  Plate  No.  421 1 


24  x 48  In.  S8.50  per  100  sq.  ft. 
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No.  4200  Border  To  be  used  with  Plate  No.  4211 

18  x 48  in.  $8.50  per  100  sq.  ft. 

18  x 24  in.  9.00  per  100  sq.  ft. 


No.  4201  Corner 

18  x 18  In. 
25  Cents  Each 


No.  4202  Corner  24  x 24  In. 
40  Cents  Each 


No.  4776  Corner 
12  x 12  In. 

10  Cents  Each 


No.  4765  Plate  24  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 
24  x 90  in.  8.00  per  100  sq.  ft. 
24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4766  Border  To  be  used  with  Plate  No.  4765 

12  x 48  in.  $8.50  per  100  sq.  ft. 

12  x 24  in.  9.00  per  100  sq.  ft. 
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No.  4813  Plate  24  In.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4602  Plate  12  III.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4608  Corner  24  x 24  In. 
$9.00  per  100  sq.  ft. 


No.  4604  Border  12  in.  Multiple 

To  be  used  with  Plate  No.  4602 

24  x 48  in.  $8.50  per  100  sq.  ft. 

24  x 24  in.  9.00  per  100  sq.  ft. 


No.  4609  Corner  24  x 24  in. 
$9.00  per  100  sq.  ft. 


No.  4603  Corner  24  x 24  in. 
$9.00  per  100  sq.  ft. 
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No.  4605  Corner  To  be  used  with  No.  4606  Corner  24  x 48  In. 

$9.00  per  100  sq.  ft. 


No.  4606  Corner  24  x 24  in. 

To  be  used  with  No.  4605  Corner 

S9.00  per  100  sq.  ft. 


No.  4599  Center  Cap 

8 In.  Diameter 
12  Cents  Each 


No.  4600  Center  Plate  To  be  used  with  Plate  No.  4602  24  x 48  In. 

$9.00  per  100  sq.  ft. 

No.  4601  Center  48  x 48  In.  $1.56  Each 

Composed  of  2 Plates  No.  4600  and  Center  Cap  No.  4500 


1 Hi 


J 


X, 


No.  4614  Border 

$9.50  per  100  sq.  ft. 


18  x 48  In. 


No.  4607  Border 

$9.50  per  100  sq.  ft. 


18  x 48  In. 


No.  4612  Border 
12  x 18  In. 

$11.00  per  100  sq.  ft. 


No.  4613  Border  is  x 24  in. 

$10.00  per  100  sq.  ft. 
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No.  4610  Corner 

18  x 18  In. 

S10.50  per  100  sq.  ft. 


No.  4611  Corner  24  x 24  In. 
40  Cents  Each 


No.  4442  Plate  12  In.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4447  Border  12  In.  Multiple 
24  x 48  in.  $8.50  per  100  sq.  ft. 
24  x 24  in.  9.00  per  100  sq.  ft. 


No.  4345  Corner  24  x 24  In. 
$9.00  per  100  sq.  ft. 


No.  4344  Corner  24  x 24  In. 
$9.00  per  100  sq.  ft. 


US 


I, 


No.  4581  Plate  12  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4174  Plate  12  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4175  Plate  12  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4206  Plate  12  In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4268  Plate  12  in.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 
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No.  4117  Plate  6 In.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 
24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4120  Plate  6 In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4119  Plate  6 In.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 
24  x 96  in.  8.00  per  100  sq.  ft. 
24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4118  Plate  6 In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 
24  x 96  in.  8.00  per  100  sq.  ft. 
24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4254  Plate  6 In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4184  Plate  6 In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 
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No.  4161  Plate  6 In.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4115  Plate  6 In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4116  Plate  6 In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4162  Plate  6 In.  Multiple 
24  x 4S  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4142  Plate  6 In.  Multiple 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 
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No.  4005  Plate 

24  x 48  in.  S8.00 
24  x 96  in.  8.00 
24  x 24  in.  8.50 


6 In.  Multiple 
per  100  sq.  ft. 
per  100  sq.  ft. 
per  100  sq.  ft. 


No.  4008  Plate 

24  x 48  in.  $8.00 
24  x 96  in.  8.00 
24  x 24  in.  8.50 


8 In.  Multiple 
per  100  sq.  ft. 
per  100  sq.  ft. 
per  100  sq.  ft. 


No.  4177  Plate  6 In.  Multiple 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4561  Plate 

Suitable  for  use  in  homes 

24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 72  in. 

24  x 96  in. 

Also  made  29 } ■>  in.  wide 


No.  4159  Plate  4 In.  Multiple 

Suitable  for  use  in  homes 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 72  in.  8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 
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No.  4565  Plate  3 In.  Multiple 

Suitable  for  use  in  homes 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 
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No.  4560  Plate  3 In.  Multiple 

Suitable  for  use  in  homes 
24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


24  x 48  in.  $8.00  per  100  sq.  ft. 

24  x 96  in.  8.00  per  100  sq.  ft. 

24  x 24  in.  8.50  per  100  sq.  ft. 


No.  4156  Plate  30  x % in. 

$8.00  per  100  sq.  ft. 


No.  4122  Plate  24  x 96  in. 

$8.00  per  100  sq.  ft. 
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No.  4392  Beaded  Panel 

12  In.  Multiple 

24  x 48  in.  24  x 96  in. 

$7.75  per  100  sq.  ft. 


No.  4682  Beaded  Plate 

24  x 48  in.  24  x 96  in. 

$7.50  per  100  sq.  ft. 
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No.  4669  Beaded  Plate 

6 In.  Multiple 

24  x 48  in.  24  x 96  in. 

$7.50  per  100  sq.  ft. 


24  x 48  in.  24  x 96  in. 

$7.50  per  100  sq.  ft. 


No.  4676  Beaded  Plate 

24  x 48  in.  24  x 96  in. 

$7.50  per  100  sq.  ft. 


Beaded  Plates  and  Beaded  Panels  do  not  have  our  Standard  Dot  and  Dash  Re-Pressed  Bead  Construction 
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No.  4307  Corner  24  x 24  in. 
$9.00  per  100  sq.  ft. 


No.  4309  Corner  24  x 24  In. 
$9.00  per  100  sq.  ft. 


No.  4306  Border  6 in.  Multiple 

24  x 48  in.  $8.50  per  100  sq.  ft. 

24  x 24  in.  9.00  per  100  sq.  ft. 


No.  4308  Corner  24  x 24  in. 
S9.00  per  100  sq.  ft. 


No.  4510  Corner 

18  x 18  In. 

25  Cents  Each 


No.  4509  Border  12  in.  Multiple 

18  \ 48  in.  $9.00  per  100  sq.  ft. 

18  x 24  in.  9.50  per  100  sq.  ft. 


No.  4511  Corner  24  x 24  in. 
40  Cents  Each 
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No.  4550  Molded  Filler  12,  15,  18,  21  and  24  In.  Wide  48  In.  Long 

Width  of  Mold  and  Ornament  8 In. 

S8.00  per  100  sq.  ft. 


No.  4551  Corner  24  x 24  in. 
$8.50  per  100  sq.  ft. 


No.  4552  Corner 

24  x 24  in.  $8.50  per  100  sq.  ft. 
18  x 18  in.  9.00  per  100  sq.  ft. 
12  x 12  in.  9.50  per  100  sq.  ft. 
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No.  4553  Filler  12,  15,  18,  21  and  24  In.  Wide  48  In.  Long 

Width  of  Ornament  6 In. 

$8.00  per  100  sq.  ft. 


No.  4555  Corner 

24  x 24  in.  $8.50  per  100  sq.  ft. 
18  x 18  in.  9.00  per  100  sq.  ft. 
12  x 12  in.  9.50  per  100  sq.  ft. 


No.  4554  Corner  24  x 24  in. 
$8.50  per  100  sq.  ft. 


No.  4807  Filler  15,  18,  21  and  24  In.  Wide  48  In.  Long 

Width  of  Center  Ornament  6 In.  Also  furnished  24  x 96  In. 

$8.00  per  100  sq.  ft. 
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No.  4574  Molded  Filler  9,  12,  15,  18,  21,  and  24  In.  Wide 

Width  of  Mold  4 In.  48  In.  Long 

S8.00  per  100  sq.  ft. 


No.  4575  Corner 
24  x 24  in.  $8.50  per  100  sq.  ft. 
18  x 18  in.  9.00  per  100  sq.  ft. 
12  x 12  in.  9.50  per  100  sq.  ft. 


No.  4576  Corner  24  x 24  In. 
$8.50  per  100  sq.  ft. 


No.  4263  Filler  6,  9,  12,  15,  18,  21  and  24  In.  Wide  48  In.  Long 

Also  furnished  24  x 96  In. 

$8.00  per  100  sq.  ft. 


1 28 


No.  4571-A  Molded  Filler  9,  12,  15,  18,  21,  and  24  In.  Wide 

No.  4571-B  Nosing  and  Filler  48  In.  Long 

Width  of  Mold  2}->  In. 

No.  4571-A  $8.00  per  100  sq.  ft. 

No.  4571-B  8.50  per  100  sq.  ft. 


1 

1 


No.  4570  Corner  24  x 24  in. 

100  sq.  ft. 


No.  4569  Corner 


SECTION 


Showing  application  of  Combination 
Filler  and  Nosing  No.  4571-B  to  a 
beam 
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No.  4499  Filler  12,  15,  18,  21,  and  24  In.  Wide  48  In.  Long 

Width  of  Ornament  6 In. 

S8.00  per  100  sq.  ft. 


No.  4806  Filler  6,  9,  12,  15,  18,  21,  and  24  In.  Wide  48  In.  Long 

Also  furnished  24  x 96  In.;  50  x 96  In. 
$8.00  per  100  sq.  ft. 


No.  4805  Filler  12,  15,  18,  21,  and  24  In.  Wide  48  In.  Long 

Width  of  Ornament  6 in. 

$8.00  per  100  sq.  ft. 
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No.  4324  Center  24  x 24  in. 

1 Jg  In.  Drop 

60  Cents  Each 


No.  4327  Center  24  x 24  in. 

1 In.  Drop 

60  Cents  Each 


No.  4180  Center  24  x 24  in. 

234  In.  Drop 

60  Cents  Each 


No.  4325  Center  22  In.  Diam. 
60  Cents  Each 


No.  4018  Center  48  x 48  In. 

Composed  of  Center  4324,  Mold  4241 

$2.60  Each 


No.  4490  Center  15  In.  Diam. 
50  Cents  Each 
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No.  4015  Center  48  x 48  in. 

Composed  of  4 Corners  4307 

$1.44  Each 


No.  4252  Center  48  x 48  In. 

Composed  of  4 Corners  4427 

$1.44  Each 


48  x 48  In. 

Plates  No.  4710  and  Center  Cap  No.  4599 

$1.72  Each 
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No.  4711  Center 

Composed  of  two  Center 


No.  1011  Zinc  Ventilating  Center 

} 3 of  Area  Open 


48  x 48  In. 


No.  1012  Zinc  Ventilating  Center 

J 3 of  Area  Open 


No.  1013  Zinc  Ventilating  Center 
36  x 36  In.  24  x 24  In. 

1 :j  of  Area  Open 


Prices  on  Application 
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No.  4104  Tile  24  X 48  In. 

24  x 96  In. 


Size  of  Tile  3x6  In. 

S8.00  per  100  sq.  ft. 


No.  4101  Tile  24  X 48  In. 

24  x 96  In. 


Size  of  Tile  IV2  x 6 In. 

$8.00  per  100  sq.  ft. 


No.  4102  Tile  24  x 48  In. 

24  x 96  In. 


Size  of  Tile  3x3  In. 

$8.00  per  100  sq.  ft. 


i in'? 


ABC  0 


No.  4110  Tile  Cap 

A 

B 

C 

I) 


— 4 Cents  per  Lineal  Foot 
5 Cents  per  Lineal  Foot 
— 5 Cents  per  Lineal  Foot 
— 6 Cents  per  Lineal  Foot 


2VZ  x 48  In. 
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No.  4397  Wall  Plate  24  x 48  In. 

24  x 72  In. 
24  x 96  In. 


$8.00  per  100  sq.  ft. 


No.  4420  Wall  Plate  24  x 48  In. 

24  x 72  In. 
24  x 96  In. 


$8.00  per  100  sq.  ft. 


No.  4387  Wainscot  24  x 32  In. 

$8.00  per  100  sq.  ft. 


No.  4624  Wainscot  24  x 30  In. 

$9.00  per  100  sq.  ft. 
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No.  4373  Wall  Plate  24  x 48  In. 

24  x 72  In. 


24  x 96  In. 

$8.00  per  100  sq.  ft. 


No.  4374  Wainscot  24  x 30  In. 

$0.00  per  100  sq.  ft. 
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No.  4635  Wainscot 

24  x 48  In.  $8.00  per  100  sq.  ft. 

24  x 36  In.  8.00  per  100  sq.  ft. 

12  x 48  In.  8.50  per  100  sq.  ft. 

12  x 36  In.  8.50  per  100  sq.  ft. 


No.  4388  Wainscot 

24  x 48  In.  $8.00  per  100  sq.  ft. 

24  x 36  In.  8.00  per  100  sq.  ft. 

12  x 48  In.  8.50  per  100  sq.  ft. 

12  x 36  In.  8.50  per  100  sq.  ft. 
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No.  4620  Frieze 


$9.00  per  100  sq.  ft. 


16  x 48  In. 


No.  4198  Frieze 


$9.00  per  100  sq.  ft. 


12  x 48  In. 


No.  4472  Frieze  (with  Mold)  24  x 48  in. 

No.  4473  Frieze  (without  Mold)  is  x 48  in. 

$9.00  per  100  sq.  ft. 
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No.  4250  Cornice  12%  In.  Projection  17 '8  In.  Deep  48  In.  Long 
22  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


No.  4822  Cornice  4V2  In.  Projection  16  In.  Deep  48  In.  Long 
I8V2  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


No.  4556  Cornice  12V2  In.  Projection  I2V2  In.  Deep  48  In.  Long 
20  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


Cornice  Mitres  Shown  on  Page  144 
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No.  4221  Cornice  9 In.  Projection  ll1  g In.  Deep  48  In.  Long 
17  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


No.  4062  Cornice  9 In.  Projection  9 In.  Deep  48  In.  Long 
16  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


K-5'Ut 


No.  4469  Cornice  5 In.  Projection  9%  In.  Deep  48  In.  Long 
13  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


Cornice  Mitres  Shown  on  Page  145 
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No.  4815  Cornice  oy4  In.  Projection  In.  Deep  48  In.  Long 
13  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


No.  4817  Cornice  6 In.  Projection  8%  In.  Deep  48  In.  Long 

12  Cents  per  Lineal  Foot  (with  Wood  Brackets) 

11  Cents  per  Lineal  Foot  (without  Wood  Brackets) 


No.  4818  Cornice  6 In.  Projection  6 In.  Deep  48  In.  Long 

11  Cents  per  Lineal  Foot  (with  Wood  Brackets) 

10  Cents  per  Lineal  Foot  (without  Wood  Brackets) 


No.  4819  Cornice  6V2  In.  Projection  6V2  In.  Deep  48  In.  Long 

11  Cents  per  Lineal  Foot  (with  Wood  Brackets)  „ 

10  Cents  per  Lineal  Foot  (without  Wood  Brackets)  — Qy  — 


No.  4821  Cornice  (>  III.  Projection  6 In.  Deep.  48  In.  Long 

11  Cents  per  Lineal  Foot  (with  Wood  Brackets) 

10  Cents  per  Lineal  Foot  (without  Wood  Brackets) 


Cornice  Mitres  Shown  on  Page  146 
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No.  4222  Cornice  6 Vi  In.  Projection  7 In.  Deep  48  In.  Long 

12  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


No.  4816  Cornice  i>y?  In.  Projection  6 In.  Deep  48  In.  Long 
11  Cents  per  Lineal  Foot  (with  Wood  Brackets) 

10  Cents  per  Lineal  Foot  (without  Wood  Brackets) 

, \" 

K~  ^ 


No.  4292  Cornice  6V2  In.  Projection  6*4  In.  Deep  48  In.  Long 
12  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


No.  4299  Cornice  4V2  In.  Projection  5C  In.  Deep  48  In.  Long 
9 Cents  per  Lineal  Foot  (with  Wood  Brackets) 


inn 
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No.  4197  Cornice  5 Vi  In.  Projection  5}  g In.  Deep  48  In.  Long 
10  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


Cornice  Mitres  Shown  on  Page  147 
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No.  43d4  Cornice  \Y%  In.  Projection  4]£  In.  Deep  48  In.  Long 
8 Cents  per  Lineal  Foot  (with  Wood  Brackets) 


„ '/ 

K A H 


No.  4868  Cornice  4 In.  Projection  4 In.  Deep  48  In.  Long 
71/2  Cents  per  Lineal  Foot  (with  Wood  Brackets) 

7 Cents  per  Lineal  Foot  (without  Wood  Brackets) 


K-  4 -H 


No.  4820  Cornice  4 In.  Projection  4 In.  Deep  48  In.  Long 
7V2  Cents  per  Lineal  Foot  (with  Wood  Brackets) 

7 Cents  per  Lineal  Foot  (without  Wood  Brackets) 


L 


No.  4867  Cornice  3%  In.  Projection  3,/i  In.  Deep  48  In.  Long 
6 Cents  per  Lineal  Foot  (No  Brackets  or  Mitres  furnished) 


Cornice  Mitres  Shown  on  Page  148 
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\o.  4836  Cornice  4:!jj  In.  Projection  4 In.  Deep  48  In.  Long 
9 Cents  per  Lineal  Foot  (with  Wood  Brackets) 

8 Cents  per  Lineal  Foot  (without  Wood  Brackets) 


K3'U 


5— 


No.  4190  Cornice  3 In.  Projection  4 In.  Deep  48  In.  Long 
8 Cents  per  Lineal  Foot  (with  Wood  Brackets) 

7 Cents  per  Lineal  Foot  (without  Wood  Brackets) 


No.  4293  Cornice  iy2  In.  Projection  33^  In.  Deep  48  In.  Long 
7 Cents  per  Lineal  Foot  (with  Wood  Brackets) 

6 Cents  per  Lineal  Foot  (without  Wood  Brackets) 


No.  4838  Cornice  iy2  In.  Projection  2Vj-  In.  Deep  48  In.  Long 
5 Cents  per  Lineal  Foot  (No  Brackets  or  Mitres  Furnished) 


No.  4839  Cornice  13^  In.  Projection  IV4  In.  Deep  48  In.  Long 
4 Cents  per  Lineal  Foot  (No  Brackets  or  Mitres  Furnished) 

Cornice  Mitres  Shown  on  Page  148 
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No.  4250  Inner  Mitre 


No.  4250  Outer  Mitre 


75  Cents  Each 


No.  4822  Inner  Mitre 


No.  4822  Outer  Mitre 


75  Cents  Each 


(>5  Cents  Each 
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No.  4556  Inner  Mitre 


No.  4556  Outer  Mitre 


No.  4640  Inner  Mitre  No.  4640  Outer  Mitre 

65  Cents  Each 


No.  4221  Inner  Mitre 


65  Cents  Each 


No.  4221  Outer  Mitre 


No.  4062  Inner  Mitre 


No.  4469  Inner  Mitre 


No.  4062  Outer  Mitre 


60  Cents  Each 


No.  4469  Outer  Mitre 

40  Cents  Each 
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No.  4815  Inner  Mitre 


50  Cents  Each 


No.  4815  Outer  Mitre 


No.  4817  Inner  Mitre 


No.  4817  Outer  Mitre 

40  Cents  Each 


No.  4819  Inner  Mitre 


40  Cents  Each 


No.  4819  Outer  Mitre 


No.  4821  Inner  Mitre 


No.  4821  Outer  Mitre 


40  Cents  Each 


14G 


No.  4222  Inner  Mitre 


50  Cents  Each 


No.  4222  Outer  Mitre 


No.  4816  Inner  Mitre 


No.  4816  Outer  Mitre 

40  Cents  Each 


No.  4292  Inner  Mitre 


No.  4292  Outer  Mitre 

50  Cents  Each 


No.  4299  Inner  Mitre 


No.  4299  Outer  Mitre 

40  Cents  Each 


No.  4197  Inner  Mitre 


No.  4197  Outer  Mitre 

40  Cents  Each 
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No.  4354  Inner  Mitre 


No.  4354  Outer  Mitre 

40  Cents  Each 


No.  4868  Inner  Mitre 


No.  4868  Outer  Mitre 

40  Cents  Each 


No.  4820  Inner  Mitre 


No.  4820  Outer  Mitre 

40  Cents  Each 


No.  4836  Inner  Mitre 


No.  4836  Outer  Mitre 

,t0  Cents  Each 


No.  4190  Inner  Mitre 


No.  4190  Outer  Mitre 

30  Cents  Each 


No.  4293  Inner  Mitre 


No.  4293  Outer  Mitre 

30  Cents  Each 
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No.  4241  Mold  iy2  In.  Deep 

12  x 48  In.  13  Cents  per  Lineal  Foot  (with  Wood  Brackets) 
12  x 24  In.  15  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


No.  4244  Ell 

12  x 12  In. 

20  Cents  Each 


No.  4169  Mold  l3/4  In.  Deep 

12  x 48  In.  12  Cents  per  Lineal  Foot  (with  Wood  Brackets) 
12  x 24  In.  14  Cents  per  Lineal  Foot  (with  Wood  Brackets) 


No.  4170  Cross 

12  X 12  In. 


No.  4171  Tee 

12  x 12  In. 

20  Cents  Each 


No.  4172  Ell 

12  x 12  In. 


No.  4464  Mold 


9 Cents  per  Lineal  Foot 


9 x 48  In. 


No.  4464  Ell 

9x9  In. 

12  Cents  Each 
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No.  4230  Mold 


8 Cents  per  Lineal  Foot 


6 x 48  In. 


No.  4233  Ell 

10  Cents  Each 


No.  4595  Mold 


7 Cents  per  Lineal  Foot 


6 x 48  In. 


No.  4598  Ell 

10  Cents  Each 


No.  4854  Mold 

6 x 48  In.  8 Cents  per  Lineal  Foot 
6 x 24  In.  9 Cents  per  Lineal  Foot 


No.  4855  Cross 

6x6  In. 


No.  4856  Tee 

6x6  In. 

10  Cents  Each 


No.  4857  Ell 

6x6  In. 


No.  4850  Mold 

6 x 48  In.  8 Cents  per  Lineal  Foot 
6 x 24  In.  9 Cents  per  Lineal  Foot 


No.  4851  Cross 

6 x 6 In. 


No.  4852  Tee 

6x6  In. 

10  Cents  Each 


No.  4853  Ell 

6x6  In. 
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No.  4239  Mold  6 x 48  In. 

6 Cents  per  Lineal  Foot 


No.  4288  Mold 


6 Cents  per  Lineal  Foot 


4 x 48  In. 


No.  4289  Mold 


5 Cents  per  Lineal  F'oot 


4 x 48  In. 


No.  4289  Ell 

8 Cents  Each 


>> 


No.  4290  Mold  2yz  x 48  in.  G 

No.  4290  4 Cents  per  Lineal  Foot 

No.  4290-G  5 Cents  per  Lineal  F'oot 


irananaranana^ 
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No.  4454  Mold 


4 Cents  per  Lineal  Foot 


3 x 48  In. 


No.  4133  Nosing 

4 Cents  per  Lineal  Foot 


2%  x 48  In. 


> $ 


2> 


No.  4311  Nosing 


Y%  In.  Bead  I In.  Aprons 
4 Cents  per  Lineal  Foot 


48  In.  Long 
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6 x 48  In. 
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No.  4296  Nosing 


7 Cents  per  Lineal  Foot 


No.  4468  Foot  Mold 

8 Cents  per  Lineal  Foot 


6 x 48  In. 


No.  4393  Wainscot  Rail 

8 Cents  per  Lineal  Foot 


7 x 48  In. 


No.  4622  Wainscot  Rail 

7 Cents  per  Lineal  Foot 


6 x 48  In. 


No.  4394  Wainscot  Rail 

6 Cents  per  Lineal  Foot 


4 x 48  In. 


Hip  Finial  No.  157-A 


Hip  Finial  No.  157 


Hip  Starter  No.  156 


Wheeling  Spanish  Tile  No.  150 


Ridge  Tile  No.  153 


Hip  Tile  No.  155 


Valley  No.  160 


SPANISH 
METAL  TILES 

MADE  OF 

COP-R-LOY 

The  Copper  Alloyed  Sheet  Steel 

Tj'OR  the  base  metal  of  Wheeling  Spanish  Tile 
and  Fixtures  we  use  the  highly  rust-resistant 
COP-R-LOY  — The  Copper  Alloy  Steel  — that 
enjoys  a preferred  rating  among  sheet  metal 
workers  everywhere,  for  utmost  durability  in 
building  construction.  After  forming,  the  tile 
and  fixtures  are  hand-dipped  in  pure  molten 
zinc,  thoroughly  covering  and  protecting  all 
edges  and  surfaces. 

Wheeling  Spanish  Tile  and  Fixtures  can  also  be 
supplied  with  base  of  terne  coated  COP-R-LOY 
covered  with  good  red  paint,  giving  the  roofing 
a very  attractive  appearance. 


Ridge  Finial  No.  154 


End  Wall  Flashing  No.  158 


Left  Valley  Tile  No.  152 
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Sheet  Steel  Building  Materials 


WHEELING  STANDARD  DIAMOND 
LATH 

Made  in  all  standard  weights 
Painted  and  Galvanized 
Size  of  sheets  27"  x 96" 

10  sheets,  20  yards  to  bundle 
Made  of 
COP-R-LOY 

The  Copper  Alloyed  Steel 


THE 

WHEELING 
LINE 
IS  A 

PROFIT  MAKER 
FOR  DEALERS 

SEE 

METAL  LATH 
CATALOG 


WHEELING  ARCH  LATH 

Weight  4.5  lb.  per  yard,  Painted 
Weight  5.2  lb.  per  yard,  Galvanized 
Size  of  sheets  29"  x 96" 

10  sheets,  20  yards  to  bundle 
Made  of 
COP-R-LOY 
The  Copper  Alloyed  Steel 


W HEELING  BA R-  X - LATH 

Weights  3.41b-.,  and  4.0  lb.  per  square  yard 
Diamond  mesh  with  welded  wire  ribs 
Sheets  29 " x 96  " 

10  sheets,  20  yards  to  bundle 


WHEELING  %"  RIB  LATH 

Weights  3.0  lb.,  3.4  lb.,  and  4.0  lb.  per 
square  yard 
Sheets  24"  x 96" 

9 sheets,  16  yards  to  bundle 


WHEELING  BAR  RIB  LATH 

W eights  2.7.5  lb. ,3.0  lb., and  3.4  lb.  pcryard 
Sheets  27  " x 96" 

10  sheets,  20  yards  to  bundle 


WHEELING  CORRUGATED 
SELF-FURRING  DIAMOND  LATH 

Made  in  all  weights  of  standard  Diamond 
1 -ath 

Painted  and  Galvanized 
Sheets  29"  x 96" 

10  sheets,  20  yards  to  bundle 
Made  of 
COP-R-LOY 
The  Copper  Alloyed  Steel 


See  Building  Material  Catalog 


154 


Sheet  Steel  Building  Materials 


A 


m § § 


WHEELING  FLAT  APRON 
CORNER  BEAD 

Made  in  28  and  26  gauge 
Lengths  6,  7,  S,  9,  10  and  12  feet 
Made  of 

COP-R-LOY 

The  Copper  Alloyed  Steel 


WHEELING  SCALLOP  EDGE 
CORNER  BEAD 

Made  in  25  gauge 

Lengths  6,  7,  8,  9,  10  and  12  feet 
Made  of 
COP-R-LOY 

The  Copper  Alloyed  Steel 


WHEELING  EXPANDED  WING 
CORNER  BEAD 

Made  in  26  gauge 
Lengths  6,  7,  8,  9,  10  and  12  feet 


WHEELING  BASE  SCREED 

Made  in  26  gauge 
Lengths  10  and  12  feet 
Made  of 

COP-R-LOY 

The  Copper  Alloyed  Steel 


WHEELING  BULL  NOSE  BEAD 

Made  in  26  gauge 
Lengths  6,  7,  8,  9,  10  and  12  feet 
Made  of 
COP-R-LOY 

The  Copper  Alloyed  Steel 


WALL  PLUGS 

Made  of  heavy  gauge  galvanized  steel 


WHEELING  CORNER  LATH 

Painted  or  Galvanized 
Sizes  2 " x 2 " ; 3 " x 3 " ; 4 " x 4 " 
8-foot  lengths 

Packed  in  crates  600  lineal  feet 


ZIG-ZAG  WALL  TIES 

Size  " wide,  7 " long 

See  Building  Material  Catalog 
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Sheet  Steel  Building  Materials 


MORTAR  HOD 


BRICK  HOD 


Length 
99  » 


Dimensions 

Top 

13" 


Depth 

11" 


ASHPIT  AND  CLEANOUT  DOORS 

Size  6"  x 8";  8"  x 8";  8"  x 10";  10"  x 12 
Made  of 
COP-R-LOY 
The  Copper  Alloyed  Steel 


WHEELING  COAL  DOOR 

Specifications 
Door  opening  22"  wide, 
16"  high 

Depth  of  apron,  9" 
Overall  frame  dimensions, 
27"  wide,  21 high 
440  shipping  weight  40  lb. 
430  shipping  weight  30  lb. 
Made  of 
COP-R-LOY 
Tlie  Copper  Alloyed  Steel 


Length 

99  " 


Dimensions 

Top 

13" 


Depth 

11" 


GALVANIZED  CORNER 
SHIELDS 

Made  of  26  gauge  galvanized  lor 
all  standard  sizes  of  siding 


OLD  STYLE  ROOFING  TERNES 

Best  known  for  more  than  a quarter  ol  a cen- 
tury. They  arc  made  of  COP-R-LOY, the  Copper 
Alloyed  Steel,  rolled  true  to  gauge  and  carefully 
resquared.  Coated  by  the  old  style  but  reliable 
hand  dipping  process  they  offer  remarkable  dura- 
bility. Tin  roofs,  utilizing  terne  plates,  have 
been  known  to  last  fifty  years. 

Wheeling  terne  plates  are  furnished  in  weights 
and  grades  to  meet  every  purpose. 


See  Building  Material  Catalog 


INDEX  AND  TELEGRAPH  CODE 


CODE  WORDS  FOR  ORDERING: 


Sawmill  Ship  immediately  by  express 

Sawpit.  Ship  immediately  by  express  C.O.D. 

Sawyer Ship  immediately  by  freight 

Scabber  Ship  immediately  by  boat 

Scald  When  will  you  ship  order  of 

Sauntered  Hold  shipment  of  order  until  further  advice 

Obolus With  brackets 

Oban  ft W ithout  brackets 


CODE  WORDS  FOR  SIZES: 


Obelisk 

6 x 

48  inches 

Pepsin 

...  18  x 48 

inches 

Persist 

9 x 

48  inches 

Perkins 

.21  x 48 

inches 

Pendants 

12  x 

12  inches 

People 

...  24  x 24 

inches 

Ophir 

12  x 

18  inches 

Pick  . 

...  24  x 36 

inches 

Outrage 

12  x 

24  inches 

Perch 

...  24  x 48 

inches 

Omega 

12  x 

36  inches 

Perfect 

...  24  x 72 

inches 

Phone 

12  x 

48  inches 

Perforate 

...  24  x 84 

inches 

Pets 

15  x 

48  inches 

Perfidy 

...  24  x 96 

inches 

Penny 

18  x 

18  inches 

Nepotic 

. . . 30  x 96 

inches 

Obviate 

18  x 

24  inches 

Perfume 

. . . 48  inches  long 

No. 

Name 

Code 

Page 

No. 

Name 

Code 

Page 

1011 

Zinc  Ventilating  Center 

. . Neopus 

133 

415! 

Panel 

Paguma 

110 

1012 

Zinc  Ventilating  Center 

Parquet 

133 

4152 

Panel 

. Pagus 

110 

1013 

Zinc  V entilating  Center 

Parrot 

133 

4153 

Panel 

Permit 

110 

4003 

Plate 

. Ping 

112 

4154 

Panel 

. . . . Newton 

110 

4005 

(Mate 

Pagoda 

122 

4155 

Panel 

Pilfer 

110 

4008 

Plate 

Palaver 

122 

4156 

Plate 

. . . . Nepeta 

123 

4015 

Center 

. . Nadir 

132 

4159 

Plate 

Pexity 

122 

4018 

Center 

. . Napless 

131 

4161 

Plate 

Polar 

121 

4019 

Center 

. . Narrate 

106 

4162 

[’late 

Pave 

121 

4027 

t enter 

. . Nitrate 

107 

4169 

Mold 

. . Palette 

149 

4062 

( or  nice 

Power 

139 

4170 

( ross 

Palisade 

149 

4062 

Mitres 

. Paik 

145 

4101 

Tile 

Pad 

134 

4171 

Tee 

Palmer 

149 

4102 

Tile 

. . Pacify 

134 

4172 

Ell  . . 

Palmetto 

149 

4104 

Tile 

. Paddle 

134 

4173 

Panel 

Phonal 

1 1 1 

4110-A 

Tile  Cap 

Parasite 

134 

4174 

Plate 

Ponders 

1 19 

4110- 

B 

Tile  Cap 

Office 

134 

4175 

Plate 

Pony 

119 

4110- 

C 

Tile  Cap 

Ogle 

134 

4177 

Plate 

Pedant 

122 

4110- 

D Tile  Cap 

Old 

134 

4180 

Center 

Park 

131 

4115 

Plate 

Parasol 

121 

4184 

Plate 

. Patrons 

120 

4116 

Plate 

. Perplex 

121 

4190 

Cornice 

Pattern 

143 

4117 

Plate 

Pistol 

120 

4190 

Mitres 

Palntic 

148 

4118 

Plate 

Pitch 

120 

4197 

Cornice 

Patent 

141 

4119 

Plate 

Piano 

120 

4197 

Mitres 

. . Padre 

147 

4120 

Plate 

Pacific 

120 

4198 

Frieze 

. Paper 

137 

4121 

Flush  Back  Panel 

. . Pacta 

110 

4200 

Border 

. . Pandit 

114 

4122 

Plate 

Paddock 

123 

4201 

Corner 

Panic 

114 

4125 

Flush  Back  Panel 

. . Persica 

110 

4202 

Corner 

Pansy 

114 

4133 

Nosing 

Pawn 

151 

4206 

Plate . . . 

Passport 

119 

4142 

Plate 

Pause 

121 

4211 

Plate 

...  Pasty 

113 

4150 

Panel 

Pagods 

110 

4212 

Panel 
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